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Message Text 



UNCLASSIFIED 

PAGE 01 ROME 03647 151900Z 

72 

ACTION HEW-08 

INFO OCT-01 EUR-25 ISO-OO SCI-06 RSC-01 DRC-01 /042W 

111782 

R 151515Z MAR 74 
FM AMEMBASSY ROME 
TO SECSTATE WASHDC 3767 
INFO AMCONSUL MILAN 

UNCLAS ROME 3647 

E.O. 1 1652 N/A 
TAGS: TBIO, IT 

SUB J : RECALL OF DESERET INTRAVENOUS CATHETER PRODUCTS 
REF: STATE 43501; ROME 2678 

1. SITUATION STILL CONFUSED. ITALIAN DISTRIBUTOR EANELI INFORMED 
AMCONSUL MILAN THAT DESERET INSTRUCTIONS TO DANELI STATE A) ALL 
CONTAMINATED CATHETER LOTS IDENTIFIED, B) NONE OF CATHETERS 
SENT ITALY CAME FROM SUCH LOTS AND C) AS FAR AS DANELI CONCERNED. 
CONTAMINATION CASE SHOULD BE CONSIDERED CLOSED. ON BASIS THESE 
INSTRUCTIONS, DANELI AGAIN HAS BEGUN DELIVERY DESERET CATHETERS 
TO IALIAN CUSTOMERS. 

2. AS DESERET POSITION GIVEN FDA AS STATED STATE REFTEL IS 
OPPOSITE TO THAT ALLEGEDLY GIVEN AGENT. REQUEST A) CLARIFICATION 
AND B) IF POSSIBLE COPY OF DESERET INSTRUCTIONS TO DANELI. 

VOLPE 



UNCLASSIFIED 



NNN 
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Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: ROME 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19740339/aaaablaa.tel 

Line Count: 43 
Locator: TEXT ON-LINE 
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